
MEMORANDUM FOR THE RECORD 


FROM: 


CIA Panel 9 Member 


25X1 

25X1 


SUBJECT: Panel 9 Report | | 25X1 

REFERENCE: Memorandum from | Chairman 25X1 

NFIB Working Group on uompartmentat ion 
dtd 16 April 1979, same subject 


On 19 April 1979, Chief, Management 25X1 

Staff, Office of Data Processing (ODP) telephonically 
provided the following cost figures in accordance with 
the computer system conversion requirements as outlined 
in referenced memorandum. 

Conversion for CAMS 6 man months 

Conversion for all other 
applications processed 1 man month 
by ODP 

Cost of coversion is $17.00 per man hour and does not 

include the expense of c omput er time for testing and 

debugging of programs. I I 25X1 



25X1 








